T-EALL SPECIAL 


T-Eall Special Ball Pen 
Page 1-H 


CAP ASSEMBLY (Lustraloy) 

Earrel (Plastic & Metal) 

Colors: Black 11, Red 67, Dark Blue 16, 

Light Grey 13, Green 18, Bright Blue 35 

Old Colors: Light Blue 51, Light Grey 50 
SPRING 


No. 198 Cartridge Pencil 
Page 1-1 


PART NUMBER 



4-260-8U1 


CAP ASSEMBLE 


3-106-288 


Eraser Cover 



^-717-338 


EARREL 

Colors: Black 11, Light Blue 51> Green Ifl, 
Navy Grey 13, Dark Blue 16 


3-129-29^ 


SPRING 


April 1980 


Eesk Set Writing Instruments 
Page 1-J 


PART NUMBER 


4-653-165 
3.493-006 

3-493-149 
3-112-151 
3-106-096 
3-107-096 
3-493-052 

3- 493-365 

4- 102-285 


495-1 DESK PEN (61 Type) 

Nib 

Feed 

Collector 

Collector Shell 

Barrel Band - Gold 

Barrel Band - Chrome 

Connector 

Piercing Tube 

Barrel & Taper Assembly 



6-125-805 
4-146-364 
3-104-096 

3- 105-096 

4- 104-285 
3-497-100 


497-1 DESK PEN 

Octanium Nib Assembly 

Collector Shell 

Earrel Eand - Gold 

Barrel Eand - Chrome 

Barrel & Taper Assembly (metal tip) 

Barrel less Taper Trim 


April 1980 


PART NUMBER 


Desk Set Writing Instruments 
Page 2-J 


497-2 SOFT TIP DESK PEN 


U-l+78-371 
3-104-096 

3- 105-096 

4- 104-285 


Collector Shell 
Earrel Band - Gold 
Barrel Band - Chrome 
Earrel & Taper Assembly 


497-3 DESK BALLPOINT 

3-760-151 Shell 

3-104-096 Barrel Band - Gold 

3-105-096 Barrel Band - Chrome 

3-474-278 Point - Gold 

3- 475-278 Point - Chrome 

4- 104-285 Barrel & Taper Assembly 
3-804-055 Barrel Spring 

3-497-100 Barrel less Taper Trim (New Style) 



IAN DESK PEN (45 Old Style) 

6-125-805 Octanium Nib Assembly 

4-854-285 Barrel & Taper Assembly 

3- 811-096 Barrel Band 

4- 146-364 Collector Shell 


April 1980 


Desk Set Writing Instruments 
Page 3-J 


PART NUMBER 



533-3 & 234-3 

INTERNATIONAL CLASSIC DESK EALL PENS 
COMPLETE TAPER & TRIM ASSEMBLY 


4-151-180 
4-188-180 


Sterling Silver 
1/20 12K Gold Filled 


4-220-245 
4-221-245 


TAPER TRIM ASSEMBLY 

Black 11 Plastic w/sterling Silver Trim 
Black 11 Plastic v/Gold Trim 


BARREL ASSEMBLY 


4-IO8-298 
4-139-298 


Sterling Silver 

22K Gold Electroplate 


532-3 

INTERNATIONAL CLASSIC S.S. DESK BALLPOINT 


4-150-180 Complete Taper & Trim Assembly 

4-526-298 Barrel Assembly 

4-101-245 Taper Trim Assembly 

4-107-298 Barrel Assembly 

3-141-299 Tip Bushing 

3-620-294 Retracting Spring 


April 1980 


PART NUMBER 


Desk Set Writing Instruments 
Page 4-J 



3-669-100 

3- 686-100 

4- 717-338 


3-669-096 
3-620-294 


669-3 DESK PEN 

PLASTIC TAPER - Not drilled for chain 
PLASTIC TAPER - Drilled for chain 
PLASTIC BARREL 

Colors: Black 11, Dark Blue 16, Grey 25, 
Bright Blue 51, Matador Red 67, Blue Ok, 
Yellow 01, White 73, Red 03, Green 02 

BARREL BAUD - Chrome Plated 

Retracting Spring 



4-IO6-298 


672-3 DESK PEN 

METAL BARREL (Lustraloy) 



3- 669-100 

4- 102-338 

3-105-313 
3-620-294 


503-3 PERPETUAL CALENDAR DESK BALLPOINT 
Taper 

Barrel (imprinted) 
Calendar Sleeve 
Retracting Spring 


April 1980 


PART NUMBER 


6l Pens 
Page 1-K 


6l CONVERTIBLE PENS 


24.-653-165 


NIB 

14K Gold 
POINT SIZES: 


Acct., Extra- Fine, Fine, 
Medium, Broad, Medium Stub, 
Medium Right Oblique 


3J4.93.OO6 
3J493-IU9 


COLLECTOR 


6-561-80^ 


U-659-189 


METAL SQUEEZE FILLER 
Stainless Steel, Plastic 



COLLECTOR SHELL ASSEMBLY 

Insignia & Custom Models 
12K Gold-Filled Insert 


14.-692-189 


Classic Model 
Nickel Insert 


Colors: Black 11, Blue 35, Navy Gray 13, 
Red 23 


April 1980 


PART NUMBER 


6l CONVERTIBLE PENS 


6l Pens 
Page 2-K 


1 


3-659-096 
3-653-096 


WIDE BARREL BANDS 

Insignia & Custom Models (12K Gold) 
Classic Model (Nickel) 


4-^80-333 
4-127-333 

4-479-333 
4-126-333 

4-104-3^3 
4-484-343 


BARREL ASSEMBLY 

Custom Model* 
Custom Model* 

Classic Model* 
Classic Model* 

Insignia 

Insignia - 12K Gold Filled 


3-479-004 


BARREL ONLY 

Custom & Classic - Plastic Earrel 

*Colors: Black 11, Blue 35, Navy Grey 13, 
Red 23 



3-101-3^2 


BARREL LINER 
6l Insignia 


Q 


3-659-175 
3-653-175 

April 1980 


EARREL TASSIE 

Gold Electroplated 
Nickel 


PART NUMBER 


6l CONVERTIBLE PENS 


6l Pens 
Page 3-K 


<JjSfl 


3-653-241 

3-1*80-241 
3-479-241 


3-^93-365 



3-493-052 


4-730-180 
4-484-180 
4-480-180 


BARREL TASSIE SCREW 
Plastic 

Gold Electroplated 
Nickel 


PIERCING TUBE 


CONNECTOR 



CAP 

Insignia 8s Custom Cap Assembly (Gold-Filled) 
Insignia Cap Assembly (New Style) 
Custom Cap Assembly (Nev Style) 


3-484-002 


Insignia Outer Cap (Nev Style) 


4-723-180 
iv-479-180 


CAP 

Classic Cap Assembly (Lustraloy) 
Classic Cap Assembly 


April 1980 


PART NUMBER 


3-653-002 


6l Pens 
Page 4-K 


61 CONVERTIBLE PENS 


Classic Outer Cap only (Lustraloy) 


m 


3b» 


IT 1 


3-659-013 
3-516-013 
3-653-013 
3-515-013 


CUP 

Gold-Filled 

Gold Electroplated (Nev Style) 

Chrome Plated 

Chrome Plated (Nev Style) 


3-400-811 
3-1*60-111 
3-479-III 

3-400-897 


3-653-011 
3-I&5-011 


3-IA5-152 


CLIPSCREW (Plastic) 
Grey 6k 

Gold Electroplated 
Chrome 

CLIPSCREW BUSHING (Brass) 


INNER CAP (Plastic) 
Inner Cap 


CAP CLUTCH (Metal) 


April 198O 


6l Pens 
Page 5-K 

PART NUMBER 6l CAPILLARY PENS 

* = ~~~ % ' ^ NIB 

^-653-165 - ]AK Gold 

POINT SIZES: Acct., Extra-Pine, Fine, 

Medium, Broad, Medium Stub, 
Medium Right Oblique 


3-653-OO6 FEED (Plastic) 


COLLECTOR (Plastic) 


CELL CASE ASSEMBLY (Metal) 
^- 653-33 1 *- Does not include Cell 


3-653-235 


CELL (Plastic) 



COLLECTOR SHELL ASSEMBLY 


1+-102-189* 
(See Page 6K) 


Presidential, Insignia, & Custom 
Models - Old Style 12K Gold-Filled 
Insert 


lt-659-189** Presidential, Insignia, & Custom 

(See Page 6k) Models - New Style 12K Gold-Filled 

Insert 


April 1980 


PART NUMBER 


61 CAPILLARY PENS 


6l Pens 
Page 6-K 


COLLECTOR SHELL ASSEMBLY (cont'd) 

4-IO3-189* Flighter & Classic Models - Old Style 

Nickel Insert 

4-692-I89** Flighter & Classic Models - New Style 

Ilickel Insert 

Colors: Black 11, Charcoal 21, Rage Red 23, 
Vista Blue 35 

*To be used with narrow barrel band 
**To be used with wide barrel band, plastic 
barrel model and metal barrel model 


M NARROW BARREL BAND 

3-103-096 Plastic Barrel Model (12K Gold) Old Style 

3-102-096 Plastic Barrel Model (Nickel) Old Style 


I 


□ 


WIDE BARREL BAND 


3-659-096 Presidential, Insignia, & Custom 

Models - (12K Gold) New Style 

3-653-096 Flighter & Classic Models — 

(Nickel) New Style 


GASKET (Plastic) 
3-101-167 Wide - Old Style 


0 


GASKET (Plastic) 
3-653-167 Narrow - New Style 


April 1980 


PART NUMBER 


6l CAPILLARY PENS 


6l Pens 
Page 7-K 


4-728-332 
4-779-332 


EARREL ASSEMBLY 
Presidential (l4K Gold) 
Jet Flighter (Lustraloy) 


4-729-332 


Insignia (Gold-Pilled) 


< 


4-659-333 
4-653-333 


Custom Model — with 12K Gold-Filled Tassie 

Classic Model — with Nickel Tassie 

Colors: Black 11, Charcoal 21, Rage Red 23, 
Vista Blue 35 


BARREL ONLY 

3-653-004 Custom & Classic 

Plastic Earrel — less Tassie & Sealing Valve 

Colors: Black 11, Charcoal 21, Rage Red 23, 
Vista Blue 35 


0 


BARREL TASSIE 


3-659-175 Gold Electroplated 

3-653-175 Nickel 

(Jan 

3-653-241 EARREL TASSIE SCREW (Plastic) 

April 1980 


PART NUMBER 


6l CAPILLARY PENS 


6l Pens 
Page 8-K 



3-106-052 


CONNECTOR (Metal) 
Short - Old Style 


WD 

3- 653-052 

4- 653-331 


CONNECTOR (Metal) 
Long - New Style 


SEALING VALVE ASSEMBLY (Plastic) 


3-726-342 


BARREL LINER (Plastic) 


3-728-OO2 


CAP 


Presidential Outer Cap only (ikK Gold) 



4-680-lBO 
3-680-002 


CAP 

Heirloom Cap Assembly 
(Laminated, Gold-Filled) 

Heirloom Outer Cap only 
(Laminated, Gold-Filled) 


April 1980 


PART NUMBER 


6l Pens 
Page 9-K 


6l CAPILLARY PENS 



CAP 


4-730-lBO 


Custom & Insignia Cap Assembly 
(Gold-Filled) 



CAP 

4-779-180 Jet Slighter Cap Assembly 

(Lustraloy) 

3- 779-002 Jet Flighter Outer Cap only 

(Lustraloy) 

4- 723-180 Classic Cap Assembly 

(Lustraloy) 

3-653-002 Classic Outer Cap only 

(Lustraloy) 


CLIP 

3-728-013 ll« Gold 

3-659-013 Gold-Filled 
3-653-013 Chrcme Plated 


& CLIPSCREW (Plastic) 

3-400-811 Grey 04 


April 1980 


PART NUMBER 


6l CAPILLARY PENS 


6l Pens 
Page 10-K 


CLIPSCREW BUSHING (Brass) 


INNER CAP (Plastic) 


CAP CLUTCH (Metal) 


April 1980 


3-1*00-897 


3-653-011 



3-1^5-152 


6l Eall Pens 
Page 11-K 


PART NUMBER 



3- 130-002 

4- 130-180 
4-130-298 
3-516-013 

3- 130-111 

4- 108-346 
3-141-299 
3-620-294 


6l INSIGNIA - New Style 

Outer Cap (12K Gold Filled) 

Cap Assembly (12K Gold Filled) 

Barrel Assembly (12K Gold Filled) 

Clip - Gold 

Clip Screw - Gold 

Hatchet Frame Assembly 

Tip Bushing 

Spring 



4-818-180 

3- 730-702 

4- 818-298 


INTERNATIONAL AND 6l INSIGNIA 
Cap Assembly - (Gold-Filled) 
Outer Cap only - (Gold-Filled) 
Barrel - (Gold-Filled) 



4-770-180 

3- 770-002 

4- 770-298 


INTERNATIONAL FLIGHTER 
Cap Assembly - (Lustraloy) 
Outer Cap only - (Lustraloy) 
Earrel - (Lustraloy) 


April 1980 


6l Ball Pens 
Page 12-K 


PART NUMBER MISCELLANEOUS PARTS 


rw 


TiiT 


RATCHET FRAME ASSEMBLY (Metal) 

^-770-3^6 All Internationals & 6l Insignia & 

Presidential 



RATCHET FRAME ASSEMBLY (Metal) 


1^754-3^6 61 Custom & Classic 

51 Custom & Classic 


Ob 

CUPSCREW (Plastic) 
3-770-811 International - Black 11 only- 


April 1980 


PART NUMBER 


6l Mechanical 
Page 13-K 


3-728-705 
3-812-705 
3-811-705 
3-779-705 
3-693-705 


POINT 

Presidential (Gold Electroplated) 
Insignia (Gold Electroplated) 
Heirloom & Custom (Gold Electroplated) 
Jet Flighter (Chrome Plated) 
Classic (Chrome Plated) 


4-032-937 


J 


MECHANISM (Metal) 
All 61 Pencils 


[ 


4-729-840 


J 


BARREL 

Insignia (l/lO 12K Gold-Filled) 


4-770-840 


BARREL 

Jet Flighter (Lustraloy) 


3-666-704 


EARREL (Plastic) 

Custom, Heirloom, Classic 


Colors: Black 11, Red 23, Charcoal 21, 
Vista Blue 35, Surf Green 25 


April 1980 


PART NUMBER 


6l Mechanical Pencils 
Page 14-K 



4-697-841 
4-101-841 


CAP (Laminated Green & Pink Gold-Filled) 
Heirloom Cap Assembly for old style mechanism 
Heirloom Cap Assembly for new style mechanism 



lj.-730-84l 
4-104-841 
3.730.702 


CAP 


Insignia & Custom for old style mechanism- 
Gold-Filled Cap Assembly 

Insignia & Custom for new style mechanism. 
Gold-Filled Cap Assembly 

Insignia & Custom 
Gold-Filled Outer Cap only 



4-103-841 
lf.779.8lfl 
3.779.702 
4-723-841 
4-102-841 
3-663-702 


CAP 


Presidential l4K Gold - Cap Assembly 
for new style mechanism 

Jet Flighter - Lustraloy Cap Assembly 
for old style mechanism 

Jet Flighter 

Lustraloy Outer Cap only 

Classic - Lustraloy Cap Assembly 
for old style mechanism 

Classic - Lustraloy Cap Assembly 
for new style mechanism 

Classic - Lustraloy Outer Cap only 


April 1980 


6l Mechanical Pencils 
Page 15-K 

PART NUMBER 


CLIP 

3-728-721 ikK Gold 

3-659-721 Gold-Filled 
3-653-721 Chrome Plated 

Ob 

CLIPSCREW (Plastic) 
3-653-811 All 6l Pencils — Grey Ok 

W CLIPSCREW EUSKENG (Brass) 

3-653-897 All 61 Pencils 

O CAP LINER BUSHING (Metal) 

3- 653-838 All 6l Pencils - old style models 

CAP LINER ASSEMBLY (Metal) 

4- 100-7^0 (For new style models) 


April 1980 


51 Pens 
Page 1-L 


PART NUMBER 


51 MARK II CLASSIC & CUSTOM PENS 


4-295-165 


NIB (ikK Gold) 

POINT SIZES: Acct., Extra- Fine, Fine, 

Medium, Broad, Medium Stub, 
Medium Right Oblique 


4-626-260 


1 


FEED (Plastic) 


3-295-1^9 


COLLECTOR (Plastic) 



3.1A5-151 


COLLECTOR SHELL (Plastic) 
*Colors 


O 


3-446-C96 
3.445-096 


BARREL EAND 

Gold Electroplated 

Chrome Plated 


*Colors: Black 11, Grey 13, Dark Blue 16, 
Red 23, Blue 35 


Old Colors: Midnight Blue 15, Eurgundy Ih, 
Charcoal 21, Light Blue 69 


April 1980 


51 Pens 
Page 2-L 


PART NUMBER 


3-1+45-004 


51 MARK II CLASSIC & CUSTOM PENS 



BARREL (Plastic) 
♦Colors 



4-445-19^ 


GUARD & NIPPLE ASSEMBLY (Plastic & Metal) 



4-445-310 


NIPPLE & RESERVOIR ASSEMBLY (Plastic) 



4-101-290 


GUARD ASSEMBLY ONLY (Metal) 



3-445-002 
3-485-002 


OUTER CAP ONLY 
Classic 

Stainless Steel (New Style) 


♦Colors: Black 11, Grey 13, Dark Blue 16, 
Red 23, Blue 35 

Old Colors: Midnight Blue 15, Burgundy 14, 
Charcoal 21, Light Blue 69 


April 1980 


PART NUMBER 


51 Pens 
Page 3-L 


51 MARK II CLASSIC & CUSTOM PENS 



l*_l*8 5-180 


COMPLETE CAP 
Classic 

Stainless Steel (New Style) 



4.10*6-180 
l*-l*86-l80 


Custom 

12K Gold Filled (New Style) 


CLIP 

3-653-013 Chrome Plated 

3-515-013 Chrome Plated 


r 


3-659-013 Gold Electroplated 

3-516-013 Gold Electroplated 


CLIPSCREW 

3-1*00-811 Plastic 

3-1*80-111 Gold Electroplated 

3-1+79-111 Chrome Plated 


April 1980 


51 Pens 
Page k-L 

PART NUMBER 51 MARK II CLASSIC & CUSTOM PENS 

m 

3-400-897 CLIPSCREW BUSHING (Brass) 



INNER CAP (Plastic) 


CAP CLUTCH (Metal) 


April 1980 



51 Pens 
Page 5-L 


PART NUMBER 


51 CUSTOM & CLASSIC PENS 
AERO-METRIC TYPE 


U-295-165 


NIB (ikK Gold) 

POINT SIZES: Acct., Extra-Fine, Fine, 

Medium, Broad, Medium Stub, 
Medium Right Oblique 


U-626-26O 


FEED (Plastic) 


Itlllilililllll 


Bond 


3-295-1^9 


COLLECTOR (Plastic) 



3-808-151 


3-295-151 


COLLECTOR SHELL* (Plastic) 

Regular — with "O" Ring 

*Colors: Black 11, Midnight Blue 15, Navy 
Grey 13, Cocoa C9, Eurgundy lk 

Regular ~ without "0" Ring 


i 


3-101-11*8 
3-586-11*8 


CLUTCH RING (Metal) 

Use with window type clutch cap 

Use with finger type clutch cap 


3-586-167 


"0" RING GASKET (Rubber) 


April 1980 


PART NUMBER 


51 Pens 
Page 6-L 


51 CUSTOM & CLASSIC PENS 
AERO-METRIC TYPE 



3-586-004 


BARREL (Plastic) 

Colors: Black 11, Midnight Blue 15, 
Cocoa 09, Burgundy 14 


GUARD & NIPPLE ASSEMBLY (Plastic & Metal) 
4-102-194 with "0" Ring 

4-586-310 Nipple & Reservoir Assembly (Plastic) 

4-101-290 Guard Assembly only (Metal) 


4-103-194 GUARD Sc. NIPPLE ASSEMBLY (Plastic & Metal) 

4-102-310 Nipple & Reservoir Assembly (Plastic) 

Without "0" Ring 

4-101-290 Guard Assembly only (Metal) 



CAP (Metal) 

4-587-180 Regular — Custom ~ Cap Assembly 

Finger clutch model (Gold-Filled) 

4-587-160 Regular — Custom — Outer Cap 

w/clutch — Window clutch model (Gold-Filled) 


April 1980 


51 Pens 
Page 7-L 


PART NUMBER 


51 CUSTOM & CLASSIC PENS 
AERO-METRIC TYPE 



1^-586-180 


CAP (Metal) 

Regular — Classic — Cap Assembly 
Finger clutch model (Lustraloy) 


3-586-002 


Regular — Classic — Outer Cap only 
Finger clutch model — (Lustraloy) 



3-587-013 
3-586-013 


CLIP (Metal) 

Regular — Custom — (Gold-Filled) 
Regular — Classic — (Chrome Plated) 


3-051-811 
3-074-097 


□ 


3-586-011 


CLIPSCREW (Plastic) 
Grey Ok or Black 11 

CLIPSCREW BUSHING (Brass) 


INNER CAP (Plastic) 


3-735-152 


CAP CLUTCH — Finger Type (Metal) 


April 1980 


PART NUMBER 


VACUMATIC TYPE 


51 Pens 
Page 8-L 


4-295-165 


4-295-260 


lililllllllllil 


3-295-149 



3-295-151 


I 


3-101-148 


NIB (14K Gold) 


POINT SIZES: 


Acct., Extra-Fine, Pine, 
Medium, Broad, Medium Stub, 
Medium Right Oblique 


FEED (Plastic) 


COLLECTOR (Plastic) 


COLLECTOR SHELL* (Plastic) 


CLUTCH RING (Metal) 


c 


4-316-140 


BARREL ASSEMBLE* (Plastic) 

*Colors: Black 11, Cedar Blue 02, Navy 
Grey 13, Burgundy Ik 


4-316-084 FILLER UNIT (Metal, Plastic & Rubber) 


April 1980 


PART NUMBER 


VACUMATIC TYPE 


51 Pens 
Page 9-L 


CAP 


u-38^-180 


Long Arrow — Lustraloy — Cap Assembly 



3-587-013 
3-586-013 


CLIP 

*Long Arrow — (Gold-Filled) 
*Long Arrow — (Chrcme Plated) 

♦Substitute for Blue Diamond 


4- 

3-051-811 

3-07^-097 


CLIPSCREW (Plastic) 
Grey Ok 


CLIPSCREW BUSHING (Brass) 


3-586-011 

April 1980 


INNER CAP (Plastic) 


51 Ball Pens 
Page 10-L 


PART NUMBER 


4-799.180 
4-448-180 
3-779-002 


51 & 6l CUSTOM 

Cap Assembly — (Gold-Filled) 

Cap Assembly - N/S - for metal clipscrew 

Outer Cap only — (Gold-Filled) 


W755-338 
3-516-013 

3- 448-111 

4- 836-31*6 
3-620-299 


Barrel — (Plastic)* 
Clip - Gold 
Clipscrew - Gold 
Ratchet Frame Assembly 
Spring 

♦Colors: Black 11, Grey 13, Rage Red 23, 
Vista Blue 35 



4-800-180 
4-447-180 


51 & 6l CLASSIC 
Cap Assembly 

Cap Assembly - N/S - w/metal clipscrew 


3-447-002 

3- 447-111 

4- 705-338 


Outer Cap only - N/S - w/metal clipscrew 

Chrome Clip Screw 

Barrel — (Plastic)* 

*Colors: Black 11, Grey 13, Rage Red 23, 
Vista Blue 35 


Old Color: Charcoal 21 


April 1980 


51 Ball Pens 
Page 11-L 


PART NUMBER 



^-857-180 


51 CUSTOM (Old Style) 

Cap Assembly (Gold-Filled) 


^-62^-279 
^-755-338 


Earrel with Metal Connector — (Plastic) 
Colors: Forest Green 12, Cocoa 09 

Earrel (Plastic) 

*Colors 



^-796-180 
3-536-702 
^-623-279 

^-705-338 


51 CLASSIC (Old Style) 

Cap Assembly — (Lustraloy) 

Outer Cap only — (Lustraloy) 

Earrel with Metal Connector — (Plastic) 
Colors: Forest Green 12, Cocoa 09 

Earrel — (Plastic) 

* Colors 


*Colors: Black 11, Red 17, Charcoal 21, Green 
Dark Blue 16, Eusty Blue 8l 


MISCELLANEOUS PARTS 


EARREL CONNECTOR (Metal) 
3-623-052 51 Custom & Classic 


April 1980 


PART NUMBER 


51 Mechanical Pencils 
Page 12- L 


3-811-705 
3-693-705 


POINT 

Custom - (Gold Electroplated) 
Classic - (Chrome Plated) 


4-032-937 


MECHANISM (Metal) 


3-666-704 


3 


BARREL (Plastic) 

Colors: Navy Grey 13, Burgundy 14, Teal 
Blue 26, Midnight Blue 15 



4-703-841 
4-108-81+1 
3-703-702 


CAP 


Custom Cap Assembly for old style mechanism 
(Gold-Filled) 

Custom Cap Assembly for new style mechanism 
(Gold-Filled) 

Custom Outer Cap only (Gold-Filled) 


4-702-841 
4-107-841 
3-701-702 


3> I 


Classic Cap Assembly for old style mechanism 
(Lustraloy) 

Classic Cap Assembly for nev style mechanism 
(Lustraloy) 

Classic Outer Cap only (Lustraloy) 


April 1980 


51 Mechanical Pencils 
Page 13-L 

PART NUMBER 


CLIP 

3-597-721 Custom — (Gold-Filled) 

3-596-721 Classic — (Chrome Plated) 

^ . CLIPSCREW (Plastic) 

3-400-811 Custom & Classic 

Grey Oh or Black 11 

CLIPSCREW BUSHING (Brass) 
3-400-897 Custom & Classic 

^ CAP LINER BUSHING (Metal) 

3-14.33-838 Custom & Classic 

(For old style models) 



CAP LINER ASSEMBLY (Metal) 
4-107-740 (For new style models) 


April 1980 


75 & U5 Soft Tips 
Page 1-M 


PART NUMBER 


3-760-002 


1 


OUTER CAP 

Lustraloy - k5 model 



3-760-011 


3-760-152 


INNER CAP 

Plastic - 45 model 


CAP CLUTCH 
Metal - i+5 model 


3-760-013 

Qui 

3-125-ni 


CLIP 

Chrome Plated - k-5 model 


CLIPSCREW - h 5 model 



CAP ASSEMBLY 
1+-233-180 Lustraloy - 1+5 model 


April 1980 


PART NUMBER 


75 & ^5 Soft Tips 
Page 2-M 



SHELL & COLLAR ASSEMBLY - U5 model 
4-233-371 Plastic - Metal 

*Colors 


1+-102-239 For 75 soft tip pens 

Black only. 


i 


BARREL BAND - ^5 model 
3-873-C96 Chrome Plated 


BARREL ASSEMBLY - k5 model 
3-233-004 Plastic 

♦Colors 

♦Colors: Black 11, Dark Blue 16, Red 67 

Old Colors: Olive Green h9, Light Grey 50, 
Bright Blue 51 


April 1980 


PART NUMBER 


21 Pens 
Page 1-N 


4-713-165 


3 


4-601-260 

«— tnnniDDi0 

3-713-149 


NIB (Octanium) 

Point Sizes: Acct., Extra-Fine, Fine, 

Medium, Broad, Medium Stub, 
Medium Right Oblique 


FEED (Plastic) 


COLLECTOR (Plastic) 



3-673-151 


COLLECTOR SHELL (Plastic) 
*Colors 


3-673-148 


CLUTCH RING (Metal) 
Barrel Clutch Model 



3-673-106 


CLUTCH WASHER (Metal) 
Barrel Clutch Model 


♦Colors: Black 11, Grey 13, Dark Blue 16, 
Red 23, Green 18 


Old Colors: Red 17, Charcoal 21 


April 1980 


21 Pens 
Page 2-N 


PART NUMBER 


3-713-096 


c 


3-673-oolJ- 


4-596-3^3 


4.713-310 


BAEEEL BAND (Metal) 
Cap Clutch Model 


BARREL 
Plastic 

Colors: Black 11, Grey 13, Dark Blue 
Red 23, Green 18 

Old Colors: Red 17, Charcoal 21 

Stainless Steel (Flighter Model) 



NIPPLE ASSEMBLY (Plastic) 



l|.-673-290 


GUARD ASSEMBLY (Metal) 



4-713-180 
3-713-002 


CAP 

Lustraloy Cap Assembly 
Lustraloy Outer Cap only 


April 1980 


PART NUMBER 



3-713-013 

3-6O9-III 
3-113-111 



3JA5-I52 


21 Pens 
Page 3-N 


CLIP 

(Chrome Plated) 

CLIPSCREW 

(Chrome Plated) 

(Chrcme Plated) Recessed 

INNER CAP (Plastic) 
Cap Clutch Model 


CAP CLUTCH (Metal) 
Cap Clutch Model 


April 1980 


21 Pens 
Page 4-N 


PART NUMBER 


OLD STYLE 21 PENS 
MODELS 607 & 615 


^-607-165 


4-615-165 

3- 615-151 

4- 615-286 


<v3QAMMr 


4-615-260 


NIB 


Octanium — Model 607 
Point Sizes: Extra-Fine 63, Fine 65, 
Medium 66, Broad 67 



NIB, FEED & SHELL* ASSEMBLY 

Nib (Octanium) 
Shell (Plastic) 

Model 6l5 (Octanium & Plastic) 


FEED (Plastic) 
Model 607 



3-607-151 


SHELL* (Plastic) 
Model 607 


3-615-148 


1 


3-575-148 


CLUTCH RING (Metal) 
Model 615 


CLUTCH RING (Metal) 

Model 607 

2 required per pen 



3-615-106 


CLUTCH WASHER (Metal) 
Model 615 

*Colors: Black 11, Blue 16, Red 17, Green 18 


April 198O 


21 Fens 
Page 5-N 


PART NUMBER OLD STYLE 21 PENS 

MODELS 607 & 615 


c 


BARREL (Plastic) 
3-609-0014- 607 & 615 


Colors: Black 11, Blue 16, Red 17, Green 18 




GUARD ASSEMBLY (Metal) 
4-609-290 Model 607 & 615 


NIPPLE ASSEMBLY (Plastic) 
1+-615-310 Model 615 


NIPPLE ASSEMBLY (Plastic) 
4-609-310 Model 607 


CAP 

^-6l2-l80 Sl^ndard Cap Assembly (Satin Lustraloy) 

3-612-002 Standard Outer Cap only 

(Satin Lustraloy) 


April 1980 


21 Pens 
Page 6-N 


PART NUMBER 


OLD STYLE 21 PENS 
MODELS 607 & 615 


4-575-180 
3-612-002 

a 


3-573-013 


CAP 


Special Cap Assembly (Satin Lustraloy) 

Special Outer Cap only 
(Satin Lustraloy) 


CLIP 

Chrome Plated 


3-609-111 


CLIPSCKEW 
Chrome Plated 


3-615-011 


INNER CAP (Plastic) 
Model 607 & 615 


April 1980 


21 Mechanical Pencil 
Page 7-N 


PART NUMBER 


3-725-705 
3-693-705* 


POINT 

Super 21 - Old Style (Chrome Plated) 
Super 21 - New Style (Chrome Plated) 


a 


u-725-866 
^-032-937 


3-607-704 

3-666-704 


IM1 


MECHANISM 

Super 21 (Metal) Old Style 
Super 21 (Metal) New Style 


3 


BARREL 

Super 21 (Plastic) Old Style 
Super 21 (Plastic) New Style 

Colors: Black 11, Charcoal 21, Red 17, Green 18, 
Dark Blue 16, Light Blue 8l 



i*-ii3-8in* 

3-713-702 

3-760-702* 


3-713-721 
3-760-013* 

April 198O 


New Style with Clip (Lustraloy) 
Old Style Outer Cap (Lustraloy) 
New Style Outer Cap (Lustraloy) 


CAP 

Super 21 
Super 21 
Super 21 

CLIP 

Super 21 - Old Style (Chrome Plated) 
Super 21 - New Style (Chrome Plated) 
*to be used with ^-032-937 mechanism 


21 Mechanical Pencil 
Page 8-N 


PART NUMBER 


4Jm 


3-609-811 
3-890-m* 


4-609-7^0 


CLIPSCREW 

21 — Old Style (Chrome Plated) 
21 — New Style (Chrome Plated) 


CAP LINER ASSEMBLY (Metal) 
21 (Metal) Old Style 



lf-109-7^0* 


CAP LINER ASSEMBLY (Metal) 
New Style 


CD 

1^433-938 


CAP ASSEMBLY BUSHING (Metal) 


*to be used with 4-032-937 mechanism 


April 1980 


International Mechanical Pencils 
Page 1-0 


PART NUMBER 
3-812-705 


cs 


14.-770-8U0 


3-659-721 

3-653-8H 


POINT 

Insignia & Flighter (Gold Electroplated) 


I 



MECHANISM (Metal) 

4-032-937 

Insignia & Flighter 


J 


BARREL 

4-878-840 

Insignia (l/lO 12K Gold-Filled) 



Flighter (Lustraloy) 


CLIP 

Gold Electroplated 

CLIPSCREW (Plastic) 
Insignia & Flighter 


Be 

3-653-897 


CLIPSCREW BUSHING (Brass) 
Insignia & Flighter 


April 1980 


International Mechanical Pencils 
Page 2-0 

PART NUMBER 


CAP LINER BUSHING (Metal) 

Insignia & Flighter 
(for old style models) 



lf-100-7^0 CAP LINER ASSEMBLE (Metal) 

(for new style models) 



CAP 

4-116-8U1 Flighter Cap Assembly for new 

style mechanism (Lustraloy) 

*When used on pencil with old style mechanism, 
remove the Cap Liner and insert Cap Liner 
Bushing No. 3-653-838. 


3- 770-002 Flighter Outer Cap only (Lustraloy) 

4- 104-81H Insignia Cap Assembly for new style mechanism 

(l/lO 12K Gold-Filled) 

3-730-702 Insignia Outer Cap Only 

(1/10 12K Gold-Filled) 


3-653-838 


April 1980 


MP Mechanical Pencils 
Page 1-P 

PART NUMBER 



POINT & MOVEMENT ASSEMBLT (Metal) 
(Point Actuated) 

l*-806-88l MP Imperial 

Gold Electroplated Point 

14.-717-881 Custom & Special 

Chrome Plated Point 


ULJ I 1 

BARREL 

(Point Actuated) 
If. 781-907 MP Plighter (Lustraloy) 

^-717-907 MP Special (Plastic) 

Colors: Black 11, Light Blue 51, Red 17 



l*-780-8Ul 


CAP 

(Point Actuated) 

MP Flighter & MP Special 
Cap Assembly (Lustraloy) 


April 1980 


MP Mechanical Pencils 
Page 2-P 


PART NUMBER 


MECHANISM (Metal) 
4-809-937 (Cap Actuated) 


POINT 
(Cap Actuated) 

3-812-705 Gold Electroplated 

3-779-705 Chrome Plated - For MP Flighter 

3-693-705 Chrome Plated - For MP Special 


BARREL 

(Cap Actuated) 

3- 809-704 Special — Colors* (Plastic) 

4- 859-840 Flighter Barrel & Liner Assembly (Lustraloy) 

♦Colors: Black 11, Light Blue 51, Dark Blue 16, 
Grey 50, Green 18, Red 67 



CAP 

(Cap Actuated) 

4-845-841 Flighter & Special Cap Assembly (Lustraloy) 


April 1980 


PART NUMBER 


Tiara Ball Pen 
Page 1-Q 


3-230-096 


BARREL BAND 
Metal 


3-129-29^ 


RETRACTING SPRING (Metal) 



1^-143-338 


BARREL ASSEMBLY 
Plastic 8s Metal 

Colors: Black 11, Orange 78, Olive 49, 
Bright Blue 57, Clove Brown 53, 
Red 67 


* — -XL** 













^-230-180 


CAP ASSEMBLY 
Metal - Enameled 

Colors: Black 11, Orange 78, Olive k$, 
Bright Blue 51, Clove Brown 53, 
Red 67 


April 1980 


T-Ball Compact Eall Pen 
Page 1-R 


PART NUMBER T-BALL COMPACT 



4-11*3-180 CAP ASSEMBLY (Lustraloy) 

4-1^3-338 Barrel (plastic & Metal) 

Colors: Same as Special T-BALL 


3-129-29^ SPRING 


April 1980 


